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Table IV. 


I. 

Rapid¬ 
ity of 
pulse. 

II. 

Length of 
pulse-beat, 
in parts of 
a minute. 

III. 

Length of 
first cardiac 
interval, in 
parts of a 
minute. 

IV. 

Length of 
first arterial 
interval, in 
parts of a 
minute. 

V. 

Length of 
first cardio- 
arterial in¬ 
terval, in 
parts of a 
minute. 

VI. 

Length of 
conjugate 
cardio-arte¬ 
rial interval, 
in parts of a 
minute. 

VII. 

Length of 
second car¬ 
dio-arterial 
interval, in 

1 parts of a 
minute. 

36 

•027 

•0083033 

•006428 

•0042735 

•0040298 

•00239821 

49 

.020408 

•00714286 

•005813 

•003663 

•00347986 

•00233342 

64 

•015625 

•00625 

•005319 

•003205 

•0030449 

•00227425 

81 

•0123457 

•OOo 

•00491356 

•0028474 

•0027081 

•00220546 

100 

•01 

•005 

•0046234 

•0025641 

•0024359 

•00218745 

121 

•0082645 

•0045 

•004299 

•002331 

•00221445 

•0020847 

144 

•00694 

•00416 

•0040486 

•0021365 

•0020301 

•0020185 

169 

•005917 

*003846 

•0038485 

■0019704 

■0018756 

•0019729 


In conclusion, the following are the results that have been arrived at by 
the use of the above cardio-sphygmograph : — 

1. The first cardio-arterial interval varies inversely as the square root of 
the pulse-rate. 

2. The conjugate cardio-arterial interval varies inversely as the square 
root of the pulse-rate. 

3. The second cardio-arterial interval varies very little with different 
pulse-rates, but is slightly longer in slower pulses. 

4. The depth of the notch in the first arterial interval of the sphygmo- 
graph trace occurs at the moment of closure of the aortic valve. 

5. There is no definite indication in the spliygmograph trace of the 
moment at which the arterial systole commences. 

II. “ On the Thermo-electric Action of Metals and Liquids.” 

By George Gore, F.R.S. Received January 13, 1871. 

It is well known that the degree of rapidity with which a metal immersed 
in an acid, alkaline, or saline liquid is corroded varies considerably with 
the temperature, and that the speed of corrosion usually increases with the 
heat; also a few experiments have been published (Gmelin’s * Handbook 
of Chemistry/ vol. i. p. 3/5) showing that changes of electrical state 
occur in metals under such circumstances; but a further examination of 
the relations of the temperature and chemical change to the electrical state 
has not, that I am aware, yet been made. 

In an investigation on the development of electric currents by unequally 
heated metals in liquids (Phil. Mag. 1857, vol.xiii. p. 1), I found that hot 
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platinum was electro-negative to cold platinum in liquids of acid reaction, 
and positive to it in alkaline ones, provided in all cases chemical action was 
completely or sufficiently excluded. In the present experiments I have 
endeavoured to ascertain what electrical changes are produced in cases 
where chemical action more freely occurs, and I have therefore employed 
not platinum plates, but plates composed of a metal (copper) which is more 
easily corroded. 

To effect the object I had in view, I used the apparatus shown in sec¬ 
tion in fig. 1, and in perspective, with its wooden support, in fig. 2. 


Fig. 1. 



A and B, fig. 1, are two open thin glass dishes, 6^ inches diameter, 
and 1| inch deep, with open necks. The dishes are joined together, water¬ 
tight, by a bent glass tube, C, about l inch in diameter; and the whole 
arrangement is securely fixed upon a wooden frame or stand, so that it 
may be at once placed in an exactly horizontal position, or inverted to pour 
out its contents. D and E are two dishes of sheet copper of moderate 
thickness, made from contiguous portions of a sheet of metal to ensure 
electrical homogeneity in the experiments. Wires of similar metals are 
attached to the dishes for the purpose of connexion with a galvanometer. 
A galvanometer, containing about 180 turns of moderately fine copper 
wire, is sufficiently sensitive for the experiments. The outside of the metal 
dishes must be made perfectly clean and bright immediately before each 
experiment. 

In using the apparatus it is first set exactly horizontal, and a known and 
measured volume of the clear liquid to be examined, at the temperature of 
the atmosphere and sufficient to fill it to the line F F, is poured in; the 
metal dishes are then steadily placed in the glass vessels and connected with 
the galvanometer, taking care that no air-bubbles remain beneath them. 
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As soon as the galvanometer-needles have settled at zero, one of the dishes 
is quickly filled with boiling water, and the directions and amounts of the 
temporary and permanent deflections noted. 

The following are Tables of results obtained with various liquids, the 
solutions being diluted in each case to a specified measure by addition of 
distilled water. Those of the experiments in which 20 ounces of liquid 
was used, were nearly all of them made with an apparatus in which the 
connecting-tube C was of somewhat less diameter ; and the deflections 
obtained by that apparatus were less in extent than those obtained with 
the “new apparatus,” because in the latter the conduction-resistance was 
somewhat less. The values of the deflections given in the Tables are in 
all cases those of the temporary ones ; and the liquid used for diluting the 
solutions was in all cases water . 


Pure Nitric Acid . 


No. 


Ounces of strong acid 
diluted to 20 ozs. with water. 


1. 

i 

T~6 


•0045^1 

2. 

1 

8" 


•0012 

3. 

i 


•0039 

4. 

i 


•0497 

5. 

1 


•1177 

6 . 

2 


•0356 

7 . 

3 


♦0578 

8. 

4 


•4954J 


Value of 
Deflection. 

The hot plate was nega¬ 
tive and much acted upon, 
especially with the stronger 
v mixtures. With the stronger 
(mixtures' a little gas was 
evolved at 60° Fahr., and a 
large amount directly the 
heat was applied. 


Pure Hydrochloric Acid . 


Ounces of strong acid Value of 

No. diluted to 20 ozs. Deflection. 

l i .enc/i ^ 


1. 

i 

TO 


•0064^1 

2. 

i 


•0330 

3. 

i 


•1112 

4. 

i 


•2854 

5. 

1 


•5731 

6. 

2 


2-0446J 


The hot plate was posi¬ 
tive. The amount of stain 
upon the hot plate was very 
small, and was in the form 
of a dark line at the edge of 
the liquid. 


Chloric Acid . 



Ounces of strong acid 


Value of 

No. 

diluted to 20 ozs. 


Deflection. 

1 . 

l 

.... -y g- 

..... 

•00021 

2. 

1 

.... ^ 


•0016 

3. 

1 

.... y 


•0040 

4. 

1 


•0287 f 

5. 

.’ ! .’ 1 


•1234 

6. 

.... 2 

.... 

•2005 



Hydrobromic Acid. 

No. 

Weak acid 
diluted to 10 ozs. 


Value of 
Deflection. 

j 

1 . 

JL 


■0149 J 

2. 

!!!.! i 


•0647 1 


The hot plate was nega¬ 
tive, and was but little acted 
upon. With the strongest 
mixture, the liquid in con¬ 
tact with the hot plate soon 
became green. 


Hot plate negative. Both 
x ates much stained, the cold 
f one the most so. 
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Crystallized Boracic Acid. 

The hot plate was positive. A series of six solutions was employed, 
containing from 50 grains to nearly 400 grains in 20 ounces by measure 
of water, the strongest being a saturated solution. The currents obtained 
were extremely feeble, and the plates were not tarnished. 


Aqueous Hydrofluosilicic Acid. 

Value of deflection *1488. The hot plate was negative, and became a 
little tarnished. 


Pure Sulphuric Acid. 



Ounces of strong acid 

Value of 

No. 

diluted to 20 ozs. 

Deflection. 

1. 

i 

.... -y g- .... 

*00771 


2. 

1 

.... g .... 

•0161 


3. 

4. 

5. 

6. 

1 

.... y .... 

1 

.... 2 • * ’ * 

.... 1 

.... 2 

•0418 
•0 878 
•1044 
•0327 

The hot plate was nega¬ 
tive, and the plates were but 
little tarnished. 

7. 

.... 4 

•0037 


8. 

.... 8 

*0319 



Pure Phosphoric Acid , solid . 


Grains of the glacial acid 

Value of 


No. 

diluted to 20 ozs. 

Deflection. 


1. 

.... 100 

•00005 


'2. 

.... 200 

•00005 

The hot plate was posi¬ 

3. 

.... 400 

•00040 

tive, and the plates were not 

4. 

.... 800 

•00060 

visibly tarnished. 

5. 

.... 1600 

•00370 


Chloride of Copper (Basic ; solution filtered). 

Grains of the salt Value of 

No. diluted to 12 ozs. Deflection. 


1. 100 

2 . 500 

3 . 1000 


•0025 Hot copper positive. 
•0198| 

•0025 ( ” negative. 


Much action on both plates, especially the hot one, and basic chloride 


of copper formed. 


Chlorate of Copper « 


In a moderately strong solution of this salt, which had been digested 
with an excess of carbonate of copper and filtered, the hot plate was nega¬ 
tive ; value of deflection *2997. Both plates were acted upon, but the hot 
one the most. The liquid had a feebly acid reaction. 


Sulphate of Copper. 

Grains diluted Value of 

No. to 20 ozs. Deflection. 

1. .... 249*5 .... ’0016 Hot copper negative. 

2. 499*0 .... *0081 Liquid acid. 



















328 


Mr. G. Gore on the Thermo-electric 


[Feb. 23, 


No. 

1 . 

2 . 


Chloride of Cobalt. 


Ounces diluted 
to 12 ozs. 

. j oz. saturated solution 


Value of 
Deflection. 

! Hot copper positive. Li¬ 
quid acid. No stains, ex - 
cept slightly at edge of hot 
liquid. 


Grains diluted 
No. to 12 ozs. 

1. 200 

2. 800 


Protosulphate of Iron. 

Value of 
Deflection. 

.... *0198 Hot copper negative. 

.... *0794 No stains on either plate. 


Grains diluted 
No. to 12 ozs. 

1. 100 

2. 1000 


Chloride of Manganese. 


Value of 
Deflection. 


•0436 

1-0995 


) Hot copper positive. 
) stains. 

j Liquid neutral, or 
\ faintly acid. 


No 

very 


No. 

1 . 

2 . 


Ounces of strong solution 
diluted to 12 ozs. 

i 

.... 2 
.... 2 


Chromic Acid. 

Value of 
Deflection. 

{ Hot copper positive. Bo th 
plates much acted upon, ap¬ 
parently the cold one the 
most. 


Chloride of Chromium. 


No. 

1. 

2 . 


Ounces of strong solution 
diluted to 10 ozs. 

JL 

.... 2 
.... 1 


Value of 
Deflection. 

I Hot copper positive. The 
plates appeared unaffected. 
The solution was weakly 
acid to test-paper. 


No. 

1 . 

2 . 


Nitrate of Lead. 


Grains. 


Value of 
Deflection. 


100 diluted to 12 ozs. -0009 ) , ! Iot P late ne S ative - No 

} stains. 

Saturated solution (undiluted) *0259 j ac *^^ U ^ ex tremely faintly 


Grains diluted 
No. to 20 ozs. 

1 . 287 

2 . 574 


Sulphate of Zinc. 

Value of 
Deflection. 

•0080 Hot copper negative. [ Liquid 
*0048 „ positive, j neutral. 
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Sul/phate of Magnesium . 


No. 

1. 

Grains. 

.... 50 diluted 

Value of 
Deflection, 
to 20 ozs. ‘0001) 

2. 

.... 100 


yy 

•0002 

3. 

.... 200 

yy 

yy 

•0006 

4. 

.... 246 

yy 

yy 

•0100 

5. 

.... 400 

jj 

yi 

•0036 

6. 

.... 492 


yy 

•0208 f 

7. 

.... 800 

yy 

yy 

•0130 

8. 

.... 1000 

D 

yy 

•0228 

9. 

.... 2000 

n 

ii 

•0607 

10. 

.... Saturated solution (undiluted) 

•0463 


Hot copper positive, and 
liquid neutral. 


Chloride of Calcium. 

1400 grains diluted to 20 ounces. Value of deflection *2935. Hot 
copper positive. Liquid neutral. Hardly any stain, most on hot plate. 




Nitrate of Strontium. 



Grains diluted 

Value of 


No. 

to 12 ozs. 

Deflection. 


1. , 

, ... 100 

•0368| 

l Hot plate positive. 

No 

2. . 

. . . 1000 

*23211 

1“ stain. Liquid neutral. 




Chloride of Strontium. 



Grains diluted 

Value of 


No. 

to 20 ozs. 

Deflection. 


1. , 

. ... 400 

•2088' 

) Hot copper positive. 

Li- 

2. , 

. ... 800 

•3277| 

quid neutral. Hardly 

any 

3. . 

. ... 1600 

•66711 

[ chemical action, most 

on 

4. . 

, . .. 3200 

•6654 

j hot plate, 



Nitrate of Barium. 

Value of 

No. Grains. Deflection. 

1 . 100 diluted to 20 ozs. '0016) Hot copper positive. No 

2 . Saturated solution (undiluted) '1170 j stain. Liquid neutral. 


Chloride of Barium. 


Value of 

No. Grains. Deflection. 


1 . 

.... 50 diluted 

to 20 

OZS. *0016 ) 

2. 

.... 100 

yy 

yy 

•0049 

3. 

.... 200 

yy 

yy 

•0145 

4. 

.... 244 

yy 

yy 

•0257 

5. 

.... 400 

yy 

yy 

•0214 l 

6. 

.... 488 

yy 

yy 

•0259 

7. 

.... 800 

yy 

yy 

•0234 

8. 

.... 1600 

ii 

yy 

•0802 

9. 

.... Saturated solution 

(undiluted). ’3142^ 


Hot copper positive. Li¬ 
quid neutral. A little cop¬ 
per was dissolved by the so¬ 
lution. 


2 c 


VOL. XIX. 











330 


Mr. G. Gore on the Thermo-electric 


[Feb. 23 


Q-rains diluted 
to 20 ozs. 

. . 85 

. . 255 

. . 510 


Nitrate of Sodium. 


Value of 
Deflection. 

•03281 Hotc °PP erne ^ tive - I Liquid 
*1015 [ ” positive, f neutral. 


Chloride of Sodium. 


Value of 
Deflection. 


1 . 

12-5 

diluted to 20 ozs. 

•00011 

2. 

25 

ji 

77 

•0012 

3. 

50 

77 

77 

•0081 

4. 

75 

77 

77 

•0153 

5. 

.... 100 

77 

77 

•0293 

6. 

.... 150 

77 

77 

•0512 

7. 

.... 200 

77 

77 

•0819 

8. 

.... 250 

77 

77 

•1016 

9. 

.... 300 

77 

77 

•1160 

10. 

.... 400 

77 

77 

•1906 

11. 

.... 500 

77 

77 

•2241 

12. 

.... 600 

77 

77 

•2708 

13. 

.... 800 

77 

77 

•3473 

14. 

.... 1000 

77 

77 

•4884 

15. 

.... 2000 

77 

77 

•4237 

16. 

.... Saturated solution (undiluted) 

•3479 


Hot copper positive. Tar¬ 
nish at edge of hot liquid, 
especially with the strongest 
solutions. 


Iodide of Sodium. 

Grains diluted Value of 

to 12 ozs. Deflection. 

100 .... -0100 Hot copper negative. ( Liquid alkaline. 

1000 .... *0819 „ positive. ) No stains. 


Grains diluted 
to 20 ozs. 

. . 286 
,. 572 


Carbonate of Sodium. 


Value of 
Deflection. 

*0468 Hot copper positive. 
T673 Liquid alkaline. 


Biborate of Sodium. 

Six ounces of a saturated solution diluted to 12 ounces. Hot copper 
was positive; value of deflection *0452. 


Sulphate of Sodium. 



Grains diluted 

Value of 

No. 

to 20 ozs. 

Deflection. 

1 . . 

50 

•0001 

2. . 

... 100 

•0009) 

3. . 

... 200 

•00161 

4. . 

... 1000 

•01701 


Hot copper negative. 
„ positive. 


Liquid 

neutral. 
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Phosphate of Sodium. 


No. 

Grains diluted 
to 20 ozs. 


Value of 
Deflection. 

1 . 

.... 358 


•0382 

2. 

.... 716 


•0648 

No. 

Grains. 

Nitrate of Potassium. 

Value of 
Deflection. 

1 . 

.... 50 diluted to 20 ozs. 

•0025 1 

2. 

.... 100 „ 

yy 

•0107 

3. 

.... 200 „ 

yy 

•0259 

4. 

.... 400 „ 

yy 

•0647 l 

5. 

.... 800 „ 

•1328 

6 . 

.... 1600 „ 

11 

•2997 

7. 

.... Saturated solution (undiluted) *2852J 


Hot copper positive. 
Liquid alkaline. 


Hot plate positive. No 
stains at all on the plates. 
Solution quite neutral. 


Chloride of Potassium . 


No. 

1. 

Grains. 

.... 25 diluted to 20 ozs. 

Value of 
Deflection. 
•0010~) 

2. 

50 

yy 

yy 

•0064 

3. 

.... 100 

yy 

yy 

•0145 

4. 

.... 200 

yy 

yy 

•0442 

5. 

.... 300 

yy 

yy 

•0667 

6. 

.... 400 

yy 

yy 

•0882 

7. 

.... 500 

yy 

yy 

•1239 f 

8. 

.... 600 

yy 

yy 

•1396 

9. 

.... 800 

yy 

yy 

•1874 

10. 

11. 

.... 1000 

.... 2000 

y> 

yy 

11 

•2443 

•63?1 

12. 

.... Saturated 

solution (undiluted) ’8439J 


Hot plate positive, and 
became tarnished at the 
edge of the liquid, especi¬ 
ally with the stronger solu¬ 
tions. Traces of copper 
were found to have- dis¬ 
solved. The solutions were 
neutral to test-paper. 


No. 

1 . 

2 . 


Grains diluted 
to 20 ozs. 

.. 122-5 

.. 245-0 


Chlorate of Potassium. 


Value of 
Deflection. 

I 


•0054 

•0453 


Hot plate positive, and 
< became tarnished. Solution 
(neutral. 


Bromide of Potassium. 


No. 

1. . 
2. . 
3. . 

Grains diluted 
to 20 ozs. 

... 100 
... 500 

,... 1000 

Value of 

Deflection. 

.... *0497 Hot plate negative. 

•10801 ... 

_ -3150 j ” positive. 

) No stains. 
V Liquid 
} neutral. 



Iodide of Potassium. 


No. 

1. . 
2. . 
3. , 

Grains diluted 
to 12 ozs. 

... 100 

.550 

. . .. 1000 

Value of 

Deflection. 

* -04521 P^ e ne g a ti vei 

.... ’0159 „ positive. 

) No stain, 
i Liquid 
} neutral. 


2 c 2 
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No. 

1 . 

2 . 


lodate of Potassium. 


Value of 

^ . Deflection. 

Grains. 

100 diluted to 12 ozs. *0064 

Saturated solution (undiluted) -0100 


Hot plate negative. Both 
plates much stained by for¬ 
mation of iodide of copper. 


Acid Carbonate of Potassium. 


No. 

1 . 

Grains. 

.... 50 diluted to 20 ozs. 

Value of 
Deflection. 
•0049) 

2. 

.... 100 

yy 

yy 

•0170 

3. 

.... 200 

yy 

V 

•0497 

4. 

.... 400 

yy 

yy 

•0818 

5. 

.... 600 

yy 

yy 

•1329 y 

6. 

.... 800 

yy 

yy 

•1978 

7. 

.... 1000 

yy 

yy 

•2441 

8. 

.... 2000 

yy 

a 

•4210 

9. 

.... Saturated solution (undiluted) -5451J 


Hot plate positive. The 
liquid on evaporation was 
green with dissolved copper. 
Liquid alkaline. Hot plate 
alone much tarnished. 


Carbonate of Potassium. 


No. 

1. 

Grains. 

.... 50 diluted 

to 20 ozs. 

Value of 
Deflection. 
•0122~) 

2. 

.... 100 

yy 

yy 

•0382 

3. 

.... 200 

yy 

yy 

•1770 

4. 

.... 400 

yy 

yy 

•3719 

5. 

.... 800 

yy 

yy 

•7521 ;> 

6. 

.... 1600 

yy 

yy 

2-2400 

7. 

.... 2400 

yy 

yy 

3*7708 

8. 

.... 3200 

yy 

yy 

•4367 

9. 

.... Saturated solution (undiluted) *4031J 


Hot plate positive. 


Acid Sulphate of Potassium. 


Saturated solution (undiluted). Value of deflection *1047. 
negative. 


Bichromate of Potassium. 


Hot plate 


Grains diluted 
No. to 20 ozs. 

1. .... 295 
2. 590 


Chrome 

Grains diluted 
No. to 20 ozs. 

1. .... 249-8 

2. .... 499-6 


Value of 
Deflection. 

•1544 | me ^ positive. 

Alum. 

Value of 
Deflection. 

•0019 ) Hot metal negative. Li~ 
*0064 j quid of acid reaction. 


Aqueous Ammonia. 


Copper in a mixture of 4 ounces of water and 400 grains of aqueous 
ammonia at 180°Fahr. was electro-positive to copper in the same mixture 


at 60° Fahr. 
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Grains diluted 


Value of 

No. 

to 20 ozs. 


Deflection. 

1. 

80 


•0002 


2. 

.... 240 

.... 

•02281 


3. 

.... 480 


•0590 1 




Chloride of Ammonium , 




Value of 

No. 

Grains. 


Deflection. 

1. 

.... 25 diluted to 20 ozs. 

•0020 s 


2. 

50 „ 

yy 

•0029 


3. 

.... 100 „ 

yy 

•0147 


4. 

.... 200 

yy 

•0647 


5. 

.... 400 „ 

yy 

T583 

l 

6. 

.... 800 ,, 

yy 

•5551 

> 

7. 

.... 1000 „ 

yy 

•6744 


8. 

.... 1600 „ 

yy 

•6258 


9. 

.... 2000 „ 

»! 

•7479 


10. 

.... Saturated solution (undiluted) *1210^ 



Hot plate negative. Acid 


Hot copper positive. So- 
ltions extremely faintly 


tlie 


stronger solution; 
hot one the most 


Aqueous Hydrocyanic Acid. 

Scheele’s strength. The hot plate was feebly positive. Value of de¬ 
flection *0006. 


Grains diluted 
No. to 12 ozs. 

1. 100 

2. 1000 


Cyanide of Potassium . 

Value of 
Deflection. 

I Hot copper positive. Much 
gas evolved from the hot 
plate only in the strongest 
solution. 


Grains diluted 
No. to 20 ozs. 

1 . 500 

2 . 1000 


Ferrocyanide of Potassium . 

Value of 
Deflection. 

) Hot plate positive. Li¬ 
quid feebly alkaline*- Both 
plates became pink like new 
copper. 


Oxalic Acid. 


Value of 


No. Grains. Deflection. 


1 . 

.... 25 diluted to 20 ozs. 

•0001) 

2. 

.... 50 „ 

yy 

*0002 1 

3. 

.... 100 „ 

yy 

•0006 { 

4. 

.... 200 „ 

yy 

•0016 f 

5. 

.... 400 „ 

yy 

•0064 

6. 

.... Saturated solution (undiluted) 

•0070 


The hot plate was nega¬ 
tive, and the plates were 
not tarnished at all. 


Glacial Acetic Acid. 

The hot plate was negative. Seven solutions, containing from ounce 
to 4 ounces by measure of the acid in 20 ounces by measure, gave only 
extremely feeble currents. The plates remained bright. 
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Acetate of Sodium, 



Grains diluted 


Value of 

No, 

to 20 ozs. 


Deflection. 

1 . 

50 


•0016^1 

2 . 

.... 100 


•0070 

3. 

.... 200 


*0198 

4. 

.... 400 


•0594 

6 . 

.... 800 


•1328 f 

6 . 

.... 1600 


•2202 

7. 

.... 2000 


•2850 

8 . 

.... 2727 ' 


•2997j 


Acetate of Zinc, 



Grains diluted 


Value of 

No. 

to 20 ozs. 


Deflection 

1 . 

50 


•ooon 

2. 

.... 100 


•0006 

3. 

.... 200 


•0016 

4. 

.... 400 


•0025 

5. 

.... 500 


•0020 1 

6. 

.... 800 


•0020 1 

7. 

.... 1000 


•0012 

8. 

.... 1600 


•0004 

9. 

.... 2000 


•0001J 


Hot plate positive, 
lution alkaline to 
paper. 


Hot plate positive. 


So- 

test- 


Crystallized Tartaric Acid. 

The hot plate was negative. Eight different solutions, varying in 
strength from 50 to 3200 grains in 20 ounces by measure of the solution, 
were tried ; but very feeble currents were obtained, and the plates were 
not tarnished. 


Crystallised Citric Acid . 

The hot plate was negative. With a series of seven solutions, varying 
in strength from 50 to 3200 grains in 20 ounces of liquid, more feeble 
results, even, than those with tartaric acid were obtained, and the plates 
were not tarnished. Probably, with this substance and with others where 
the resulting currents were very feeble, more distinct effects would be ob¬ 
tained by employing a galvanometer of much greater electrical resistance. 

Several experiments similar to those already described were made with 
the apparatus shown in fig. 3. The apparatus consists of a glass beaker 
containing the liquid, and two platinum electrodes—A being a disk of pla¬ 
tinum rivetted to a platinum wire enclosed by a glass tube, B, and C a 
platinum crucible (for receiving the boiling water) with a platinum wire 
rivetted to it. 

Experiment 1.— With a solution of 100 grains of citric acid in 2 ounces 
of distilled water, the hot platinum cup was negative, the value of the tem¬ 
porary deflection being *0007. 

Experiment 2.—With 100 grains of tartaric acid in 2 ounces of water, 
the hot cup was negative, value of deflection *0001. 
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Experiment 3.—With 100 grains of racemic acid in 2 ounces of water 
the hot cup was negative, value of deflection *00005. 

The negative condition excited in the hot platinum cup in the solutions 
of citric and tartaric acid agrees with the results obtained with copper 
in those liquids. 


Fig. 3. Fig. 4. 



I have already shown (Phil. Mag. 1857, vol. xiii. p. 1) that the currents 
obtained with platinum electrodes are not due to the influence of atmo¬ 
spheric air upon the liquid and metal at their line of mutual contact; for, in 
the experiments there recorded, atmospheric air was entirely excluded, and 
the liquids were previously well boiled. 

To test the influence of size of the cold electrode, I took a platinum dish, 
A (see fig. 4), 5 inches wide and 1^ inch deep, in a glass vessel of the 
annexed form, B, closed at its lower end by a cork, and containing in its 
neck two platinum electrodes, one consisting of a wire, C, and the other of 
a sheet 2 inches long and 2 inches wide in the form of a cylinder, D. 

With a cold mixture composed of 3^ ounces of water and | of an ounce 
by measure of strong sulphuric acid, and the sheet of platinum as the 
lower electrode, on pouring boiling water into the dish a deflection of the 
value of *0064 was obtained, the cold electrode being positive; but with 
the wire as the lower electrode no perceptible deflection occurred. These 
results were obtained repeatedly. The electric currents are therefore 
largely dependent upon the size of the cold electrode. 

General Results . 

The chief fact brought out conspicuously by these experiments with 
copper dishes is, that in many cases an increase of chemical action pro¬ 
duced by heat, instead of making the hot metal electro-positive, makes it 
considerably negative. 

The results show that hot copper was positive to cold copper in the fol¬ 
lowing liquids :—hydrochloric, hydrocyanic, boracic, and tribasic or ortho- 
phosphoric acids ; chloride of copper (weak solution); chloride of cobalt; 
chloride of manganese ; chromic acid ; chloride of chromium ; sulphate of 
zinc (weak solution); sulphate of magnesia; chloride of calcium; nitrate 
and chloride of strontium ; chloride of barium ; nitrate of sodium (strong 
solution); chloride, iodide, carbonate, and biborate of sodium; sulphate 
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of sodium (strong solution) ; tribasic phosphate of sodium; nitrate, chlo¬ 
ride, and chlorate of potassium ; bromide of potassium (strong solution) ; 
iodide of potassium (strong solution); carbonate, acid carbonate, and bi¬ 
chromate of potassium; aqueous ammonia; chloride of ammonium; cya¬ 
nide and ferrocyanide of potassium ; acetate of zinc; and acetate of sodium. 
And negative in the following ones :—nitric, chloric, hydrobromic, hydro- 
fluosilicic, and sulphuric acids ; ferrous sulphate ; chloride of copper (strong 
solution) ; sulphate of copper; sulphate of zinc (strong solution) ; nitrate 
and iodide of sodium (weak solutions); bromide and iodide of potassium 
(weak solutions) ; iodate of potassium ; chrome alum; nitrate of ammo¬ 
nium; oxalic, acetic, tartaric, and citric acids. The number of liquids in 
which hot copper was positive was thirty-six, and of those in which it was 
negative was twenty. 

In several instances where the hot metal was negative with a weak solu¬ 
tion, it became positive with a strong one—for instance, with sulphate of 
zinc, nitrate, iodide, and sulphate of sodium, bromide and iodide of potas¬ 
sium ; but with chloride of copper the reverse occurred. These results 
may be connected with the fact that in weak neutral solutions the chemical 
action is generally the most feeble, and therefore interferes the least with 
the direct influence of the heat in producing electric currents. 

The influence of free hydrochloric, hydrocyanic, boracic, orthophosphoric, 
and chromic acids was to make the hot copper positive; whilst that of 
nitric, chloric, hydrobromic, hydrofluosilicic, sulphuric, and some of the 
organic acids was to make it negative. 

In consequence, probably, of the small amount of interference by che¬ 
mical action in solutions of oxalic, acetic, tartaric, and citric acids, the 
direct influence of the heat made the copper negative—similar to its influ¬ 
ence on platinum in all acid liquids which do not attack that metal. 

The nature of the acid in a salt appears to exert much more influence 
than that of the base on the direction of the current; for instance, in 
nearly all chlorides, including those of a considerable variety of bases, hot 
copper was positive, probably because copper is more readily attacked by 
acids than by bases. 

In all decidedly alkaline liquids the hot copper was positive; this is 
similar to the behaviour of platinum in such solutions, and is probably due 
to the same cause, viz. the direct influence of the heat, as well as to che¬ 
mical action. 

The results also show that the quantity of the current obtained with any 
given liquid generally increases with the number of molecules of the sub¬ 
stance contained in the solution; in some cases, however, as with sulphuric 
acid, carbonate of potassium, chloride of ammonium, and acetate of zinc, 
there was a limit to this increase; and beyond that limit the quantity of 
the current decreased up to the point of saturation of the liquid. 

In the great majority of cases the value of the deflection increased much 
more rapidly than the strength of the solution, particularly with solutions 
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of sulphate of magnesia, and also of hydrochloric acid and of chloride of 
sodium, probably because two causes operated, viz. increased strength of 
solution and diminished conduction-resistance; in a very few cases, how¬ 
ever, the opposite result took place, as with solutions of chloride and 
nitrate of strontium. 

Inversions of the direction of the deflection by difference of strength of 
the liquid occurred with solutions of chloride of copper, sulphate of zinc, 
nitrate, iodide, and sulphate of sodium, bromide and iodide of potassium. 

Irregularities of the amount of deflection were very apt to take place 
with liquids which gave strong deflections, or which acted much upon the 
copper plates (for instance, nitric acid), especially if hubbies of air remained 
under the plates, or the dishes were wetted on their side above the liquid 
by the solution. 

In certain acid liquids, viz. nitric, chloric, hydrobromic, hydrofluosilicic, 
and sulphuric acids, the hot copper was strongly negative (notwithstanding 
the chemical action upon it was distinct, and In some cases even strong) ; 
this is similar to the electrical behaviour of platinum in such liquids, and 
may be attributed either to the more direct influence of the heat alone 
(such as occurs with platinum plates), or to a different influence of the 
chemical action produced by the heat. Both these causes probably ope¬ 
rate in such cases. 

It is probable that in all cases where the hot copper was positive in 
liquids of strongly acid reaction, the positive condition was due to chemical 
action alone. 

With some liquids, especially with solutions of hydrocyanic, boracic, 
acetic, tartaric, and citric acids, the deflections were very feeble, and the 
chemical action on the plates not perceptible ; whilst with others, such as 
nitric and chloric acids, solutions of the chlorides of strontium, sodium, 
potassium, and ammonium, and of carbonate, acid carbonate, and cyanide 
of potassium, the deflections were considerable, and the chemical action 
distinct, and in some cases strong. In none of the liquids (except hydro¬ 
bromic and chromic acids) did the hot plate appear to be less stained or 
corroded than the cold one ; probably in all cases it was the most corroded, 
although in some cases the corrosion was not perceptible. 

The amount of deflection was not always proportionate to the amount of 
chemical action; for instance, with solutions of chloride of copper and 
iodate of potassium there was considerable corrosion, but only feeble cur¬ 
rents, probably because the plates became covered with a badly conducting 
film, whilst|with hydrochloric acid, chloride of cobalt, chloride of manga¬ 
nese, and nitrate of potassium the reverse occurred. 

I consider the currents in all these experiments of difference of tempera¬ 
ture to be due either, 1st, to the direct influence of heat, the effect of which 
is to make the hot copper negative in acid liquids and positive in alkaline 
ones (see Phil. Mag. 1857, vol. xiii. p. 1); 2nd, to chemical action, which 
sometimes overpowers the direct influence of heat and reverses the effect; 
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or, 3rd, to both these influences combined. The more ultimate cause, 
however, of the phenomena in these cases must be sought for in the mo¬ 
lecular movements produced by heat in the metals and liquids. 

The currents obtained with copper plates were no doubt influenced in 
their amounts (if not also in their direction) by the oxidizing action of the 
air upon the liquid and metal at their line of mutual contact; for we know 
that metals in contact with liquids oxidize much more quickly if oxygen 
has access to their wet surfaces. And the currents were also influenced by 
the action of unequal temperature upon this air-contact line; for we know 
that wet metals oxidize still more rapidly if heat is applied. 

Influence of line of contact of liquid and metal with the air . 

That the length of line of contact of the liquid and copper with the 
air is capable of producing electric currents was shown by the following 
experiments:— 

Two strips of sheet copper of the annexed form, fig. 5, f inch wide, and 


Fig. 5. Fig. 6. 



12 inches long in the longest limb, were cut from contiguous parts of a 
sheet of copper, and, after being perfectly cleaned, were coiled into the 
shape represented by the annexed sketch, fig. 6. They were then placed 
in a flat-bottomed porcelain dish and connected with the galvanometer, 
one of the spirals being supported at about | inch higher than the other 
by means of a triangle of glass rod. The liquid to be examined was then 
poured into the dish until it just (and completely) covered the lower spi¬ 
ral, and the direction and amount of the permanent deflection noted. The 
positions of the spirals were then reversed and the electrical effects again 
noted. 

Experiment 1.—-With a liquid composed of 100 grains of cyanide of 
potassium dissolved in 12 ounces of water, whichever of the spirals was 
only partly submerged and therefore had the longest air-line, was strongly 
electro-negative to the wholly submerged one. 

Experiment 2.—With a mixture of one measure of strong nitric acid and 
ten measures of water, deflections of somewhat less amount, but in pre¬ 
cisely similar directions to those of experiment l, took place. 

Experiment 3.*—With dilute hydrobromic acid the directions of the 
deflections were also similar, but still less in amount. 

Experiment 4.—With a half-saturated solution of borax very feeble de- 
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flections, agreeing in direction with those of the other experiments, were 
obtained. 

These results show the necessity (which I have already mentioned) of 
excluding air-bubbles from beneath the copper dishes, and of not wetting 
the sides of the dishes by the liquid above the level of their immersion. 

To ascertain the influence of difference of temperature of the air-contact 
line I soldered two strips of perfectly similar sheet copper, each 12 inches 
long and J inch wide, in the form of circular hoops 4 inches in diameter upon 
the bottoms of two tin cups, and ground the edges of the strips perfectly 
level, and soldered copper wires to them for connecting with the galvano¬ 
meter. Two glass triangles were now put into the apparatus, fig. 1, one 
in each dish, to support the cups, and a mixture of one measure of nitric 
acid and 12 measures of distilled water poured in until it just touched the 
edges all round of the perfectly horizontal copper rims resting on the tri¬ 
angles. After the needles of the galvanometer had settled at zero, about 
ten ounces of boiling water was poured into one of the cups ; a temporary 
deflection of the value *0560, and a permanent one of value *0759, were 
produced, the hot metal being negative. The direction of the current in 
this experiment agrees with that obtained with the same mixture and the 
copper dishes ; and the result indicates that a large proportion of the quan¬ 
tity of the current obtained with copper dishes in dilute nitric acid was due 
to the action of the air-contact line. 

The influence of the air-line is largely chemical . “ A piece of copper 

wire wholly submerged in the acid [dilute sulphuric] so as to entirely 
exclude any portion of it coming into contact with the air, has remained 
for many months without imparting the slightest tinge to the liquid.” 
“ But on suffering the liquid to evaporate so as to bring the upper end of 
the metal near to its surface, the instant the slightest portion becomes ex¬ 
posed chemical action immediately begins.” 

“ Two equal portions of wire were similarly placed in acid, only that one 
was fully exposed to the atmosphere in an open tube, while the other was 
placed in a phial, the acid occupying half its height, and was kept closely 
corked for several weeks—after which the fully exposed metal had lost in 
weight two-fifths more than the one which had been excluded from contact 
with fresh portions of air, showing that contact with the atmosphere in 
bulk is necessary to the fullest action”*. 

Experiments with Liquids of unequal strength . 

To throw some light upon the questions,—1st, Is the quantity of the 
current simply a result of the difference of number of molecules of liquid 
which touch the hot plate compared with those which touch the cold 
plate ? and, 2nd, What amount of difference of strength of a liquid is equal 
to the amount of difference of temperature employed?—I brought the two 

* “ On the Theory of the Voltaic Pile,” Bridgman, Phil. Mag. Nov. 1869. 
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copper dishes into contact with liquids of unequal strength instead of un¬ 
equal temperature. 

The tube C (fig. 1) was filled with the stronger mixture and closed at its 
end in the dish A by an india-rubber bung, and the dish B filled to the line F 
with the same mixture; the dish A was then filled with the weaker mix¬ 
ture up to the same level and the bung slowly withdrawn. The two cop¬ 
per dishes, previously connected with the galvanometer, were next simul¬ 
taneously immersed in the mixtures and the effect noted. The following 
are the results obtained by this method :—- 

Nitric Acid . 

Experiment l.—In A, 1 volume of acid diluted to 80 volumes. In B, 
1 volume diluted to 40. Copper in A was positive temporarily, value 
*0270 ; and permanently, value *0198. 

Experiment 2.—In A, 1 volume of acid diluted to 40 volumes. In B, 

1 volume of acid diluted to 20 volumes. The copper plate in A was first 
positive temporarily, value of deflection *0064; and then that in B per¬ 
manently, value *2850. 

Experiment 3.—In A, 1 volume of acid diluted to 40 volumes. In B, 

1 volume diluted to 10 volumes. Copper plate in B was positive tempo¬ 
rarily, value *4863 ; and permanently, value *0819. 

Hydrochloric Acid . 

Experiment 1.—In A, 1 volume of acid diluted to 40 volumes. In B, 

1 volume diluted to 20 volumes. The copper in B was positive temporarily, 
value *9608 ; and permanently, value *1087. 

Experiment 2.—In A, 1 volume of acid diluted to 40 volumes. In B, 

1 volume diluted to 26*66 volumes. The copper in B was positive tempo¬ 
rarily, value *3479 ; and permanently, value *0702. 

Chloric Acid . 

In A, 1 volume of acid diluted to 80 volumes. In B, 1 volume diluted 
to 40 volumes. The copper in B was positive temporarily, value *0036 ; 
and permanently, value *0009. 

Sulphuric Acid. 

In A, 1 volume of acid diluted to 80 volumes. In B, 1 volume diluted 
to 40 volumes. The copper in B was positive temporarily, value *0467; 
and permanently, value *0330. 

On examining these results, it will be perceived, 1st, that only in one 
half the number of the experiments did increased strength of liquid pro¬ 
duce electrical currents similar in direction to those produced by increased 
temperature ; and therefore the heat does not act simply by causing a 
greater number of molecules of each individual substance to touch the hot 
plate; and, 2nd, that only in one of the experiments was the copper in the 
weaker liquid both temporarily and permanently positive to that in the 
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stronger; whilst in five of the experiments the copper in the stronger 
liquid was temporarily and permanently positive to that in the weaker. 
Increase of strength of the liquid therefore made the copper 'positive in five 
cases out of six. 

In the fourth experiment with hydrochloric acid with difference of tem¬ 
perature, and in the second one with difference of strength, the mixture in 
each case consisting of 1 volume of acid diluted to 40 volumes with water, 
an increase of temperature from 16° to about 98° C. produced a deflection 
of the value *2854, whilst an increase of strength to 1 volume in 26*66 
gave a deflection in the same direction of the value *3479. An increase 
of temperature of about 82° C. was not quite equal in electrical effect to 
an increase of 50 per cent, in the number of molecules of the acid which 
touched the plates. 

In the third experiment with chloric acid with difference of temperature, 
and in the single one made with difference of strength, the mixture in each 
instance consisting of 1 volume of the acid diluted to 80 volumes with water, 
an increase of temperature of about 82° C. produced an electrical effect of 
*0040; whilst an increase of 100 per cent, in the number of molecules of 
the acid which touched the plates produced an opposite electrical effect of 
*0036. 

In the third experiment with sulphuric acid with difference of tempera¬ 
ture, and in the single one made with difference of strength, each being with 
a mixture of 1 measure of acid in 80 of water, an increase of temperature 
of about 82° C. caused an electrical effect of *0418, and an increase of 100 
per cent, in the number of molecules of acid which touched the plates 
caused an opposite electrical effect of *0467. 

A liquid thermo-electric battery. 

Acting upon the general results thus obtained in this subject, I con¬ 
structed a liquid thermo-electric battery consisting of twelve glass tubes, 

Fig. 8. 



f of an inch in diameter and 10 inches long, closed at one end (and con¬ 
taining a platinum wire hermetically sealed in that end), and bent to the 
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form shown in fig. 7, each tube being filled with a conducting liquid, and 
its outer end closed by a cork, in which was fixed a second platinum wire 
to dip into the liquid. 

Fig. 8 represents the apparatus ; A A is a wooden stand supporting a tin 
box, B. The box is water-tight, and has in its lower surface a long semi¬ 
circular cavity (shown by dotted lines) to receive the upper ends of the 
twelve tubes. To the back of the box is fixed a short cylinder of tin, C, 
closed at its outer end. When the apparatus is in action, the box is filled 
with hot water, and the water kept boiling by means of a lamp placed be¬ 
neath the tube C. The twelve tubes were kept in position by divisions of 
wood fixed to the back of the stand, as shown in the figure. 

The tubes 1, 3, 5, 7, 9, and 11 were filled with a previously boiled and 
cooled mixture of | of an ounce of sulphuric acid, and 19 ounces of di- 
stilled water; and the others, viz. 2, 4, 6, 8, 10, and 12, with a similarly 
prepared solution of 110 grains of hydrate of potassium dissolved in 19 
ounces of distilled water. 

The platinum wires were connected, in the order shown in the sketch, by 
means of small binding-screws not represented in the figure. 

On connecting the terminals with a galvanometer containing about 180 
turns of moderately coarse copper wire, and applying heat to the upper 
electrodes and ends of tubes by means of the boiling water, no deflection of 
the needles took place ; but on substituting a Thomson’s reflecting galvano¬ 
meter, which offered a resistance of 3040*7 B.A. units (=77872*327 miles 
of copper wire ^ of an inch thick), a deflection of 40 degrees was readily ob¬ 
tained, the hot platinum wire in the dilute acid being negative, and that in 
the alkali positive, as shown by the direction of the arrows in the sketch. 

From these results it is evident the quantity of the electric current pro¬ 
duced was exceedingly small, and its intensity considerable. By employing 
electrodes of larger surface, such as spirals of platinum wire and more con¬ 
centrated liquids, the quantity of the current would be very largely in¬ 
creased. (See Phil. Mag. 1857, vol. xiii. p. 1.) 


Fig. 9. 



Fig. 9 represents a simpler arrangement of this apparatus, in which only 
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one kind of liquid, either acid or alkaline, is employed. The electrodes in 
this arrangement must be disposed in the order represented by the figure. 

Influence of Friction. 

To ascertain if the friction of one of the electrodes against the liquid 
had similar effects to those produced by the direct application of heat, I 
employed the apparatus shown in fig. 10. The sketch does not require 
explanation. 

Fig. 10. 



Experiment 1 .—By immersing two stout copper wires vertically in an 
acidulated solution of cupric sulphate and rotating one of them at a speed 
of about 5000 revolutions per minute, the rotating wire became electro¬ 
positive. 

Experiment 2.—With a saturated solution of borax, the rotating wire 
was positive. 

Experiment 3.—With a solution of cyanide of potassium, the rotating 
wire was negative. 

Experiment 4.—With stout platinum wires in an acidulated solution of 
cupric sulphate, the rotating wire became negative. 

Experiment 5.—With platinum wires in a solution composed of 200 
grains of carbonate of potassium in 40 ounces of distilled water, the rota¬ 
ting wire was faintly positive, and similarly in a very dilute solution. 

Experiment 6 .—-With two platinum disks one above the other in a 
strong solution of carbonate of potassium, revolving the upper disk at a 
speed of about 5000 revolutions per minute made it electro-positive. 

Experiment 7.—With an acidulated solution of cupric sulphate, the 
revolving disk became feebly negative. 

On comparing these results with those obtained by unequal temperature, 
we find that the directions of the currents in the two classes of cases were 
reverse with copper in solutions of acidulated cupric sulphate and cyanide 
cf potassium, and similar in a solution of borax ; and with platinum in 
solutions of acidulated cupric sulphate or carbonate of potassium the in- 
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fluence of friction and of increased temperature upon the direction of the 
currents were the same. The molecular movements, therefore, produced 
by friction are not in all cases similar to those produced by heat. 

Influence of M ague-optic rotating-power of the Liquids . 

Being desirous of determining whether the thermo-electric properties of 
liquids were dependent on the molecular structure by virtue of which liquids 
under the influence of magnetism polarize light circularly, I made the fol¬ 
lowing apparatus and experiment: — 

A and B (fig. 11) are two straight glass tubes, about f inch in diameter 
and 10 inches long, with two similar (but bent) 
tubes, C and D, attached to their free ends by 
india-rubber tubing. The sloping ends of the 
straight tubes are ground flat, and are joined 
together securely at their edges by melted shel¬ 
lac, with a thin and projecting sheet of platinum 
between them to separate the liquids. E and 
F are two strong electro-helices wound upon 
stout tubes of soft iron which enclose the glass tubes. The apparatus 
is secured upon a board in an inclined position with the sloping ends 
of the tubes uppermost; and the two helices are held together at their 
upper ends by an india-rubber band, G. I filled one of the tubes with a 
clear and strong solution of perchloride of iron (of negative magne-optic 
rotatory power, see Verdet, Phil. Mag., June 1858), and the other with a 
similar solution of chloride of nickel (of positive magne-optic rotatory 
power), and connected the liquids in the bent tubes with a galvanometer 
16 feet distant by means of the platinum wires PI and I. I now excited 
the helices in various ways by means of 12 strong Grove’s cells; no cur¬ 
rent was induced in the liquid. I next heated the junction of the tubes 
gradually ; the solution of iron became thermo-electro-positive, and a steady 
but feeble deflection of the needles took place ; and during the continuance 
of this current I again excited the helices in various ways as before ; again 
no electrical effects were produced. The results of this experiment strongly 
support the conclusion that the thermo-electric properties of liquids are 
not dependent upon the magne-optic polarizing power of the liquids, nor 
upon the properties of their mass. 

On examining the thermo-electric properties of the solution of ferric 
chloride with platinum plates in the apparatus described in the ‘Philoso¬ 
phical Magazine,’ 1857, vol. xiii. p. 1, the hot platinum was strongly 
negative, value of temporary deflection *8475. With the nickel solution, 
similarly examined, the hot plate was also negative, value of deflection 
*0409. These results agree with that obtained with the two tubes in the 
last experiment, the more positive condition of the iron solution than 
that of the nickel one determining the direction of the current in that 
experiment. 





Presents. 
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General Conclusion .—The electric currents produced by the direct in¬ 
fluence of unequal temperature or friction of platinum or copper electrodes, 
in conducting liquids which do not act chemically upon those metals, have 
their origin in temporary changes of cohesion of the layers of metal and 
liquid which are in immediate and mutual contact, and may be considered 
a very delicate test of the kind and amount of temporary molecular 
movements produced by those causes. 


Presents received February 2, 1871. 

Transactions. 

Devonshire Association for the Advancement of Science, Literature, and 
Art. Report and Transactions. Yol. IY. Part 1. 8vo. Plymouth 
1870. The Association. 

Turin:—R. Accademia delle Scienze. Atti. Appendice al Yol. IY. 
Yol. Y. disp. 1-7. 8vo. Torino 1869-70. Notizia Storica dei lavori 
fatti dalla Classe di Scienze Eisiche e Matematiche negli anni 1864 
e 1865. 8vo, Torino 1869. The Academy. 


Observations and Reports. 

Calcutta:—Report of the Meteorological Reporter to the Government 
of Bengal. Meteorological Abstract for the year 1869, by H. E. 
Blanford. fol. Calcutta 1870. The Government of India. Another 
copy. The Meteorological Office. 

London :—Army Medical Department. Report for the year 1868. Yol. 

X. 8vo. London 1870. The Department. 

San Eernando:—Observatorio de Marina. Anales. Seccion 2 a , Obser- 
vaciones Meteorologicas, aiio 1870. fol. Ban Fernando 1870. 

The Observatory. 

Turin :—Regio Observatorio. Bollettino Meteorologico ed Astronomico. 
Anno 4. 1869. 4to. Torino. The Observatory. 

Journals. 

Biblioth&que Universelle. Archives des Sciences Physiques et Xatu- 
relles. No. 120, 153-156. 8vo. Geneve 1867-70. 

The Editor. 

Entomologist’s (The) Annual for 1871. 12mo. London . 

H. E. Stainton, E.R.S. 

Symons’s Monthly Meteorological Magazine. Xo. 54-60. 8vo. London 
1870-71. The Editor. 

Zeitschrift fur die gesammten Xaturwissenschaften, redigirt von C. G. 
Giebel und M. Siewert. Neue Eolge. 1870. Band I. 8vo. Berlin . 

The Editors. 


2 D 


YOL, XIX. 

























































































rig. 8. 


































































Fig. 10. 

















